DRG. No. 

A 3 0194, 005 


FIRST USED ON 


IF IN DOUBT ASK 



DO NOT SCALE 


Test Points 


Name 

Description 

TP1 

Interrupt out 

TP2 

E in (2MHz) 

TP4 

Ready to send 

TP5 

Data !ines OK 

TP6 

Rece 1 yed data 

TP7 

Transmit data 

TP8 

Network clock 


OJUW 


ojuiru 


LAST_MODIFIED=NOT WRITTEN 


Unused gates 


IC2 ___ ? NC 



Econet signal connections 


Connector I C+ I C~ I Gndl D+ I D~ 


5 way 
DIN 


5 way It- | 

Mini DIN | 5 | 3 


d t$a 4 5 I 7> 81 1 2 


D^type 15 8 7 6 14 



Ch 1 p 

0U 

+5U 

Part 

IC1 

m 

14 

68B54 

IC2 

m 

14 

74HC132 

IC3 

8 

16 

74LS123 

IC4 

5, 8 

■1 

ftM26LS30 

IC5 

6, 8 

m 

LM319 

IC6 

CO 

ID 

f 

LM319 

IC7 

5, 8 

In 

RM26LS30 


0U 8 12 




SCALE 


FINISH 


MATERIAL 


WHOLE No. TOL. 


ALL DIMENSIONS IN mm 
UNLESS OTHERWISE STATED 


DECIMAL No. TOL. ANGLE TOL. 


Copyright of this drawing is reserved by ACORN 
COMPUTERS LTD. It is issued on condition that 
it is not copied, reproduced or disclosed to a 
third party, either who!ly or in part, without the 
consent in writing of ACORN COtPUTERS LTD. 



COPYRIGHT 199 2 


TITLE 


1 i4j&ii»TsMa| 


AMR 3352 bc 


□ESC. OF CHANGE 


EaiEEEBI 


R3020 & R4000 
Econet Module 


DRG. No 

RCORN COMPUTERS Ltd A 3 0194,005/c 


RCORN COMPUTERS Ltd 
FULBOURN ROAD 
CHERRY HINTON 
CAMBRIDGE 
CB1 4JN 




















































































































